Colorado Springs Utilities 

It's how we're ali connected 

AMENDMENT TP! 

Contract # 201109718 for Hazardous. Universal or PCB Waste Transnortotion and Disnosnl 

Services. 


Amendment No. 002 

DATE OF ISSUANCE June 19, 2013 EFFECTIVE DATE July 11,2013 


This Amendment (“Amendment”) incorporates the terms and conditions of the Contract dated July 11, 2011 
between Colorado Springs Utilities and Veolia ES Technical Solutions, LLC. Any terms used below which 
are defined in the Contract shall have their respective meanings set forth in the Contract. 1 he parties agree 
that in the event of a conflict between the Contract and this Amendment, the terms and conditions in this 
Amendment shall prevail. All other terms and conditions shall remain the same and are hereby ratified and 
aflirmed by the parties. 

NOW, THEREFORE, in consideration of the mutual covenants contained herein and for other good and 
valuable consideration, the receipt and adequacy of which is hereby acknowledged, the parties agree as 
follows: 


Contract is amended as follows : 

Section 3.0 TERM OF CONTRACT currently r^ads: 

The term of this Agreement shall commence on the 1 Ith day of July, 2012 and shall terminate on the 10th 
^of July, 2013, unless earlier terminated under this Agreement or otherwise agreed to in writing by the 

Section 3.0 TERM OF CONTRACT is modified as follows: 

The term of this Agreement shall commence on the 1 Ith day of July, 2013 and shall terminate on 
the loth day of July, 2014, unless earlier terminated under this Agreement or otherwise agreed to 
in writing by the parties. 







